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Alcor Scientific, Inc. vs. Companion Health Services, Inc. No. 
18-P-677 . Judgment affirmed. 

Commonwealth vs. Shane P, Carney. No. 18-P-1167 . Order 

entered August 6, 2018, denying motion to withdraw guilty pleas 
affirmed. 

Commonwealth vs. Darren Williams . No. 17-P-1149 . Judgments 

affirmed. 

Winn Management Properties, LLC vs. Deberoh Prentice. No. 18-P- 
1345 . Judgment affirmed. 








